Heber Light and Power Mill Flat in Snake Creek 


List of: (upper) Plant Operators: 
Names PP |res| pict] Hist 


Charles Bonner for 12 yrs. 
Glen Horrocks for 17 yrs. 
Doyle Smith for 8 yrs. 


Ray Savage started September 1985 


R RAYMOND GREEN MD 
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